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OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, January 18, 1966 


Members present: Howard Lutz, Carl 
Moore, E. J. Baker and Keith Norris and 
Inspectors Ray Dwyer and Dale Hoover—6. 


Absent: Dean Battley and Inspector Don- 
ald Deal—2. 


Minutes of the last meeting were read 
and accepted by motion. 


Mr. Robert Kerns of 112 W. Cavanaugh 
Road, Lansing, Michigan appeared to re- 
quest a home owners permit to install a 
new service at his new home, at the above 
address. His examination was satisfactory, 
but a new drawing of the electrical ser- 
vice was requested. . 


The Board then started review of the 
new electrical examinations for Journey- 
man, also a review of the proposed new 
electrical ordinances. 


Mr, Baker made a motion to adjourn, 
seconded by Mr. Lutz and passed. 


Meeting adjourned at 10:25 P.M. 


Respectfully submitted, 


RAY J. DWYER, 
Acting Secretary. 
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OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Special Meeting, January 24, 1966 


Members present: Keith Norris, E. J. 
Baker, Howard Lutz and Dean Battley—4. 


Inspectors: Donald E. Deal, Ray Dwyer 
and Dale Hoover—3, 


Mr. Moore was excused. 


Meeting called to order at 7:05 P.M. by 
Chairman Norris. 


Minutes read and the following correc- 
tion—The Board discussed clarification of 
interpretations of the Code by the inspec- 
tors. 


A motion by Baker, seconded by Lutz 
that the corrected minutes be accepted. 


Motion passed. 


The Board started work creating new 
electrical journeyman’s examinations. 

Mr. Battley made a motion to adjourn, 
seconded by Mr. Lutz and passed at 10:05 
P.M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 


OFFICIAL PROCEEDINGS OF 


BOARD OF PUBLIC SERVICE 
OF THE CITY OF LANSING 


Proceedings, February 2, 1966 


Meeting called to order by Chairman 
Milks at 7:30 P.M. 


Present: Mrs. Borgman, Messrs. Hack, 
Milks, Mosher, Peck, Russell, Tietz—7. 


Absent: Mr. Guyselman—1. 


Mr. Guyselman was excused from the 
meeting. 


Minutes of the previous meeting were 
approved as printed. 


GENERAL BUSINESS 


Director of Public Service reported on 
the Coulson Court Sewer Project and ex- 
hibited slides and report from Laval Un- 
derground Surveys. 


By the Committee on Waste Disposal— 


That the Board of Public Service recom- 
mend to the City Council that the 10 in. 
sewer on Coulson Court, constructed in 
1965 by Raff and Dexter Contractors, (P.S. 
No. 86003) be not accepted and that the 
entire sewer be replaced as soon as condi- 
tions permit. 


Motion by Mr. Tietz supported by Mr. 
Russel] that the report of the Committee 
be accepted. 


Carried. 


Referral from the City Council of a 
request from the Motor Wheel Corporation 
to vacate David Street from a point 148 
feet east of the center line of North East 
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RESEARCH AND PUBLIC RELATIONS 
SUB-COMMITTEE 


Mrs. Betty Goodman, vice-chairman ex- 
plained about a meeting they held on Feb- 
ruary 1, 1966 with the Police Personnel 
Board to discuss better Police Community 
relations and the In-Service training pro- 
gram for Police officers. Explained also 
were the types of F.H.A. properties to be 
available for open market. 


UNFINISHED BUSINESS 


None. 


NEW BUSINESS 
Public Hearing— 


This meeting was held at the Lansing 
Church of God and Christ (the first in a 
series of meetings to be held outside the 
City Hall). There were approximately 50 
people present at this meeting (members 
of families being displaced by the I-496 
highway) to discuss with the Committee, 
their problems and complaints of being 


FEBRUARY 21, 1966 


unable to find homes in their price range 
and being unable to find homes in areas 
equal to the areas in which they are pre- 
sently living. Demands were made by the 
residents to discontinue the highway con- 
struction until adequate housing is found 
for the displaced families, even if it would 
mean the possible loss of federal funds. 


Mr. William Mateer—-Housing Director, 
and Mr. Marcell Elliott from the relocation 
office were also present at the meeting. 
Mr. Mateer answered a number of questions 
asked him by the audience regarding avail- 
able low-rent housing. After this had been 
reviewed and the highway department time 
table was given for razing homes along 
the corridor, many expressed their feelings 
as to the deadlines. 


The Director stated due to industrial 
expansion and the people coming to Lan- 
sing to live from out State have com- 
plicated the problem of providing ample 
housing for people in the corridor. 


Meeting adjourned at 9:45 p.m. 
Respectfully submitted, 


JAN THOMPSON, 
Secretary. 


OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, December 14, 1965 


Members present: Keith Norris, Howard 
Lutz, Carl Moore and Dean Battley—4. 


Excused: E. J. Baker—1. 


Inspectors: Donald E. Deal, Ray Dwyer 
and Dale Hoover—3. 


Meeting called to order at 7:05 P.M. by 
Chairman Norris. 


The minutes of the Special meeting of 
January 24th, 1966 were read and a mo- 
tion made by Mr. Lutz, seconded by Mr. 
Battley, that the minutes be accepted as 
printed and passed. 


The meeting was opened to old business. 
The board studied the proposed revisions 
to the electrical code. 


John Kowatch requested an audience to 
request re-instatement of his Class M. J. 


license. Mr. Kowatch reduced his classi- 
fication to a Journeyman’s license when he 
became the instructor of electrical appren- 
tices for the State of Michigan. The board 
considered his past experience and the fact 
that he is a graduate electrical engineer. 


Mr. Moore made a motion to re-instate 
the M. J. license, seconded by Mr. Lutz and 
passed. 


The Board worked on new examinations 
for the Journeymen applicants. 


Mr. Battley made a motion to adjourn 
and was seconded by Mr. Moore and passed 
at 10:00 P.M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, March 15, 1966 


Members present: E. J. Baker, Dean 
Battley, Howard Lutz, Keith Norris and 
Carl Moore—5. 


Inspectors: Donald E. Deal, Ray Dwyer 
and Dale Hoover—3. 


Aktsent: None. 


Guests present: M. E. Snyder and Rex 
Jerrim of the Board of Water and Light. 


Meeting called to order at 7:05 P.M. by 
Chairman Norris. 


The minutes of the last meeting read 
and accepted by motion after correction of 
the date. 


The meeting was opened to old business. 
The proposed new electrical code was dis- 
cussed and revisions proposed by the repre- 
sentatives of the Board of Water and Light 
were considered. Each item that was ac- 
cepted as a correction was by unanimous 
vote of the board. The proposed code will 
be re-typed, as corrected, and presented to 
the Board at a special meeting. 


Mr. Snyder and Mr. Jerrim were excused 
at 9:05 P.M. 


The examinations written at the last 
regular meeting were checked and Mr. 
Baker made a motion that Jack Highfill be 
granted a license, motion seconded by Bat- 
tley and passed with a unanimous vote. 


Motion by Mr. Lutz that the motion of 
September 16, 1965, pertaining to the ap- 
proval of the proposed new electrical code, 
be hereby rescinded, seconded by Moore. 


Motion passed unanimously. 


Motion by Mr. Baker, seconded by Mr, 
Lutz to adjourn and passed at 10:00 P.M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Special Meeting, April 6, 1966 


Members present: E. J. Baker, Dean 
Battley, Howard Lutz, Carl Moore, and 
Keith Norris—5. 


Members absent: None, 


Inspectors present: Donald E, Deal, Ray 
Dwyer and Dale Hoover. 


Meeting called to order at 7:05 P.M. by 
Chairman Norris. 


The minutes of the last meeting were 
read and approved by motion. 


The entire meeting was devoted to proof- 
reading the proposed new electrical code 
and recording editorial corrections. Each 
such recorded correction was by unanimous 
vote of the Board. 


The Board requested re-typing of the 
proposed Code, incorporating the correc- 
tions, to be presented at the next regular 
Board meeting on April 19, 1966. 


A motion to adjourn was offered by Mr. 
Baker and seconded by Mr. Lutz at 9:30 
P.M. 


Motion passed. 
Respectfully submitted, 
DONALD E. DEAL, 


Secretary. 
M/C 
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MAY 2, 1966 


The motion was carried by the following 
vote: 


Ayes: Commissioners Blackall, Oliver, 
Owen, Patterson—4, 


Nays: None. 
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The meeting was adjourned at 2:25 to 
tour possible sites, 
Respectfully submitted, 


WILLIAM MATEER, 
Housing Director. 


OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, April 19, 1966 


Members present: Howard Lutz, Carl 
Moore and Keith Norris—3. 


Members excused: E. J. Baker—1. 


Inspectors present: Donald E. Deal, Ray 
Dwyer and Dale Hoover—3. 


Absent: Dean Battley—1. 


Meeting called to order at 7:05 P.M. by 
Chairman Norris. : 


The minutes of the April 6th. Special 
meeting were read and approved by motion. 


Gene Franklin, Wesley Brookhouse, Jim- 
mie Hill, James Mercer and Richard Ray 
applied for Journeyman’s examination. 
Robert Bierwagon applied for Master 
Journeyman’s examination. All exmina- 
tion requests were granted as per in- 
formation submitted on applications. Ex- 
aminations started under supervision of 
Inspector Hoover. 


Keith Miller of 4815 Cherryland Street 
applied for a home owners permit to wire 
his new home located at 4718 Donald 
Street. He submitted plan and answered 
questions readily. 


A motion was made by Mr. Lutz, second- 
ed by Mr. Moore, that the permit be 
granted. 


Motion passed. 


Harvey Adams of 1605 Hillcrest Street 
applied for a home owners permit to wire 
his new home at 1800 Hillerest. He sub- 
mitted plans and answered questions to 
the Boards satisfaction. 


A motion was made by Mr. Moore, 
seconded Mr. Lutz, that the permit be 
granted. 


Motion passed. 


Leon Sparks, formerly a licensed con- 
tractor in Lansing, requested re-instate- 
ment of his Class M, J, license. The Board 
took this under advisement and Mr. Sparks 
will be notified of their decision. His 
address is 905 N. Sycamore Street, Lan- 
sing, Mich. 


Motion was made by Mr. Lutz that each 
Board member be mailed a copy of each 
communication mailed out under’ the 
Board’s authorization. Seconded by Mr. 
Moore and passed. 


Motion was made by Mr. Moore that the 
Lansing Board of Electrical Examiners 
respectfully submit to the Honorable Mayor 
and City Council, a proposed, revised Lan- 
sing Uniform Electrical Code for their 
consideration and approval, dated April 
19, 1966 and seconded by Mr. Lutz. 


Motion passed. 


Mr. Ron McBride appeared, as requested 
by the Board, to offer his version of the 
recent violation, for which he offered a 
plea of guilty to the Court and for which 
he was duly sentenced. Mr. McBride of- 
fered no excuses for his conduct, but stated 
that he is expecting to become a legal 
contractor by accepting a partnership in 
a firm that is already licensed. He also 
stated that he intends to be more careful 
in the future. He was excused at 9:10 
P.M. He now resides outside the City of 
Lansing. 
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After due consideration the Board, by 
unanimous vote of those present, resolved 
that, should Mr. Ron McBride return to 
this jurisdiction, this Board will not rec- 
ommend renewal of his present electrical 
Journeyman’s license. 


Motion was made by Mr. Lutz to adopt 
the resolution authorizing the issuance 
of a Class M. J. license to Robert Bier- 
wagen, seconded by Mr. Moore. 


Motion passed. 


MAY 2, 1966 


Gene Franklin, Wesley Brookhouse, Jim- 
mie Hill, James Mercer and Richard Ray 
all failed to achieve a passing grade on 
their examinations. 


Mr. Moore moved to adjourn at 10:10 
P.M., seconded by Mr. Lutz and passed. 
Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 


OFFICIAL PROCEEDINGS OF 


THE BOARD OF TRUSTEES 
OF THE CITY OF LANSING 
EMPLOYEES’ RETIREMENT SYSTEM 


Proceedings, April 19, 1966 


April 19, 1966 

Lansing, Michigan 
Retirement Board Room 
8th Floor, City Rall 
10:00 A.M. 


The Board of Trustees met in regular 
session and was called to order by Chair- 
man Harland Kline. 


Present: Trustees Bodwin, Dean, De- 
Ford, Graves, Kline, Roe and Wilcox—7. 


Absent: Trustee Murninghan—l. 


Present: Raymond W. Burgess, Secre- 
tary. 


The minutes of the regular monthly 
meeting of March 15, 1966, were received 
and placed on file, 


The Secretary reported 5 new members, 
0 retired, 2 reinstatements and 10 refunds 
since the last regular meeting bringing the 
total present annuity savings accounts to 
7138. 


The Secretary reported refunds made 
since the last regular meeting amounting 
to $5,129.04, and retirement allowances 
paid for the month of March in the sum 
of $14,347.54. 


It was moved by Trustee DeFord, sup- 
ported by Trustee Roe that the application 
for waiver of 30 day waiting period for 
refund of accumulated contributions, sub- 
mitted by Sandra Bechtol be granted. 


Carried. 


It was moved by Trustee Bodwin, sup- 
ported by Trustee Wilcox that after ap- 
proved medical report Lester E. Cole be 
granted a one year extension of service to 
June 14, 1967. 


Carried. 


It was moved by Trustee Wilcox, sup- 
ported by Trustee DeFord that the applica- 
tion for regular service retirement sub- 
mitted by Lucille M. Griffiths Bonney be 
approved, she having qualified for service 
retirement by having 10 years of service 
and having attained the age of 65, and 
that she be placed on the retirement pay- 
roll effective May 10, 1966. 


Carried, 


It was moved by Trustee Dean, supported 
by Trustee DeFord that Steve Pazitka, Jr. 
be given credit in service credit months 
commencing July 1943. 


Carried. 
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OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, May 17, 1966 


Members present—E. J. Baker, Howard 
Lutz, Carl Moore and Keith Norris—4. 


Members absent—Dean Battley—1. 


Inspectors present: Donald E. Deal, Ray 
Dwyer and Dale Hoover—3. 


Meeting called to order at 7:10 P.M. by 
Chairman Norris. 


Minutes of the last meeting were read. 
Motion made by Mr. Moore, seconded by 
Mr. Lutz that the minutes be accepted as 
read. 


Motion passed. 


John Hoisington requested examination 
for Master Journeyman’s license. Paul H. 
Boutwell, Roger Daniels, James Coven and 
Herbert Furry all requested examination 
for Journeyman’s license, 


Requests granted by the Board and ex- 
aminations started under supervision of 
Inspector Hoover and Dwyer. 


Lyndon Beck of 6488 Sommerset, Lan- 
sing, appeared to request a home owners 
permit to wire an addition to his home and 
to install a new 100 amp service. Mr. Beck 
presented a drawing and answered ques- 
tions to the satisfaction of the Board. 


Mr. Baker made a motion that the per- 
mit be granted, seconded by Mr. Lutz and 
passed. 


Robert Morrison of 2918 Risdale, Lansing, 
appeared to request a home owners permit 
to install a new 100 amp service for his 
home. He submitted a drawing and an- 
swered questions. 


Mr. Lutz made a motion to grant the per- 
mit, seconded by Mr. Baker and passed. 


David Jenkins appeared to request in- 
formation about obtaining a Class IMJ 
license. He was excused after the Board 
answered his questions. 


The Board and the Inspectors worked 
on new examination questions. 


Mr. Moore moved for adjournment, 
seconded by Mr. Baker and passed at 9:00 
P.M. 


The inspectors remained until the ex- 
aminations were completed. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, June 21, 1966 


Members present: Dean Battley, Howard 
Lutz and Carl Moore—3. 


Members absent and excused: E. J. 
Baker and Keith Norris—2. 


Inspectors present: Donald E, Deal and 
Ray Dwyer—2. 


Meeting called to order at 7:30 P.M. by 
Vice Chairman Moore. 


Minutes of the last meeting were read 
and approved as read. 


Gerald Keefer, 2509 Hazelwood Street, 
Lansing, Michigan applied for examina- 
tion for I.M.J. license. 


Permission granted by motion, to write 
examination and started in separate room 
under the supervision of Inspector Dwyer. 


Motion made by Mr. Battley and seconded 
by Mr. Lutz that Paul H. Boutwell and 
James Coven (both having passing grades) 
be granted Class “J’’ license. 


Motion carried. 

Secretary Deal reported that 92 electrical 
contractors have qualified and licensed this 
year. This includes 61 local and 31 reg- 
istrations from other localities, 


Inspectors problems were discussed at 
length, 


Examination was completed and meeting 
adjourned at 10:00 P.M. 


Respectfully submitted, 


DONALD E, DEAL, 
Secretary. 


OFFICIAL PROCEEDINGS OF THE 


HUMAN RELATIONS COMMITTEE 
OF THE CITY OF LANSING 


Proceedings, June 9, 1966 


HUMAN RELATIONS COMMITTEE ..._.. 


Meeting was called to order by Chairman 
Lundberg at 4:05 p.m. 


Prayer was offered by Rabbi Philip 
Frankel. 


ROLL CALL 
Present: Cutler, Dunnings, Frankel. 
Goodman, Lundberg, Faiver, Davenport— 
T. 


Absent: Darling, Gannon, Haruska, Lett 


Visitors: None. 


PETITIONS 


There were 3 petitions—2 informal com- 
plaints and 1 written complaint all of 
which have been investigated. 


Written Complaint 


1, Complaint from a resident in regards to 
a police officer firing his gun in a 
residential area in an attempt to halt 
his assailant. Chairman Lundberg re- 
quested that a letter be written to the 
Police and Fire Board asking what their 
current policy, limitations, etc., is in 
pursuit of this type of problem. 
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The engineer reported new complaints re- 
garding Davison Chemical. The new cy- 
elones have been installed on the granula- 
tion unit. He has not had an opportunity 
to investigate since the complaint was re- 
ceived. 


Mr. Pesterfield reported that West Side 
Gravel has applied some chloride, as he 
requested, but he has received more com- 
plaints. He will recheck to see whether 
further chloride application will give relief. 


Mr. Pesterfield reports that he revisited 
Capital Laundry. They have installed a 
gas unit which is operating very well. The 
neighborhood is pleased. Mr. Pesterfield 
recommends discharge of the complaint, 
It was moved by Mr. Bintz, seconded by 
Mr. Dodson, that the Board concur in the 
recommendation of the engineer. Motion 
earried. 


There have been complaints of odors be- 
tween 8 and 9:30 p.m. from the Sewage 
Disposal Plant. Mr. Pesterfield has not 
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been able to investigate to date but will 
report at the next meeting. 


Mr. Tableman called attention to approval 
of the Board of Water and Light’s request 
to build an incinerator. They have incor- 
porated changes recommended by the Air 
Pollution Board. 


The next meeting will be held Wednesday 
evening, August 31, 1966, at 7:30 p.m., in 
Room G-30 of the City Hall. 


It was moved by Mr. Dodson, seconded 
by Mr. Tamer, that the meeting be ad- 
journed. Motion carried. 


The meeting was adjourned at 8:50 p.m. 
Respectfully submitted, 


MARVIN TABLEMAN, 
Chairman, 


NORMA DONOVAN, 
Secretary. 


OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, July 19, 1966 


Members present: Dean Battley, Keith 
Norris and Carl Moore—3. 


Members excused: E. J. Baker and 
Howard Lutz—2. 


Inspectors present: Donald E., Deal, Ray 
Dwyer and Dale Hoover—3. 


Meeting called to order at 7:00 P.M. by 
Chairman Norris. 


Minutes of the last meeting were read 
and approved. 


Harold R. Dockham, 528 Christiancy St. 
and Erwin Seefeldt, Roosevelt Hotel, both 
applied for the electrical Journeyman’s ex- 
amination. 


The requests were granted and examina- 
tions started in separate rooms under super- 
vision of Mr. Hoover. 


The resolutions authorizing the licenses 
of James Coven and Paul H. Boutwell were 
signed and ordered delivered to the City 
Clerk. 


Leon Harris of 1015 Hickory St., Lans- 
ing, applied for a home owners permit to 


install a 100 amp service at his home, the 
above address. He presented a drawing and 
his service spot. 


Mr. Battley made a motion that Mr. Har. 
ris make corrections to his drawing and pre- 
sent it to Mr. Deal for approval, before is- 
suance of permit, seconded by Mr. Lutz. 


Motion passed. 


The status of the proposed amendments 
to the Lansing Electrial Code was discussed 
at length. 


A motion to adjourn was passed at 9:30 
P.M. 


The inspectors remained until examina- 
tions were completed. 


Harold R. Dockham and Erwin Seefeldt 
both failed to make a passing grade. 


Respectfully submitted, 


DONALD E, DEAL, 
Secretary, 
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OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, August 16, 1966 


Members present: E. J. Baker, Howard 
Lutz, Keith Norris and Carl Moore—4. 


Members absent: Dean Battley—-1. 


Inspectors present: Donald E. Deal, Ray 
Dwyer and Dale Hoover—3. 


Meeting called to order at 7:00 p.m. by 
Chairman Norris. 


The minutes of the last meeting were 
read and accepted as printed. 


Howard M. Hurd, Jr. of 3909 Hillborn, 
Lansing, Michigan applied for examination 
for Journeyman’s license. Application ac- 
cepted and examination started under the 
supervision of Mr. Hoover. 


Harvey Hester of 1920 W. Hillsdale, Lan- 
sing, applied for a home owners permit to 
install a new 100 amp service at the above 
address. He presented a drawing and 
answered questions. 


Motion by Mr. Lutz, seconded by Mr. 
Moore, the permit be granted. Motion 
passed. 


Fred W. Laidig, presently of 112 Shepard 
Street, Lansing, appeared to request a 
Journeyman’s license. He is presently 
licensed in Canada. The Board granted 
permission to work 380 days, then present 
this Board with acceptable proof of four 
years experience and proof of examination 
by an authorized examing Board or write 
the examination. 


The status of the proposed new electrical 
Code was discussed. The Secretary of the 
Board reported that the Administrative 
Secretary to the Mayor, finds the proposal 
confusing and not acceptable. The Board 
respectfully suggested that the electrical 
inspector rewirte said proposed Code to 
the satisfaction of Mr. Thornton. 


Howard M. Hurd, Jr. obtained a passing 
grade in his electrical examination. 


A motion to adjourn was passed at 
9:00 p.m. 
Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 


A collaborative digitization project of the City of Lansing and Forest Parke Library and Archives - Capital Area District Libraries 


1213 


OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, September 20, 1966 


Members present: Dean Battley, Howard 
Lutz, Carl Moore and Keith Norris—4. 


Members absent: E. J. Baker—1. 


Inspectors present: Donald E. Deal, Ray 
Dwyer and Dale Hoover—3. 


Meeting called to order at 7:00 p.m. by 
Chairman Norris. 


The minutes of the last meeting were 
read and accepted as printed. 


Fred William Laidie, Dean W. Monroe, 
James Mercer, Wayne Martin, Richard Mc- 
Crackin, and Dean Battley Jr., applied to 
write examination for Journeyman license. 
Permission to write granted and examina- 
tion started under the supervision of Mr. 
Hoover. 


The problems coming before this meeting 
were discussed. 


Mr. Benninger of Central Electric was 
admitted for interragation. He produced 
evidence that the work in question was a 
night time emergency call and only minor, 
temporary repairs were made. He was not 
authorized by the customer to make per- 
manent corrections. 


Mr. Battley made a motion of no cause 
for action, 2nd by Mr. Moore and passed. 


Messrs. Albers and Coven of Lansing 
Electric were admitted for interragation. 
They answered questions readily and hon- 
estly, admitting an error in judgement. 


They were excused while the Board de- 
liberated. After carefully considering all 
the circumstances pertinent to the problem, 
the Board was unanimous in a no cause for 
action vote. 


Arnold Lynne of 408 Edgewood, Lansing, 
Michigan requested a home-owners permit 
to install a 100 amp service at a new house 
he is building and intends to move to when 
finished. He presented a drawing and was 
questioned. 


Mr. Lutz made a motion that the permit 
be granted, seconded by Mr. Battley and 
passed. 


Norman Younglove of D & C Electric ap- 
peared to answer questions concerning a 
complaint from the State Electrical Ad- 
ministration Board. 


This Board requested that Mr. Young- 
love comply with the orders of the State 
Board by a date not later than September 
26, 1966 and will request a letter of con- 
firmation from the State Board’s inspector 
before that date. 


Meeting adjourned at 10:15 P.M. 


The examinations were completed and 
collected by the inspectors. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, October 18, 1966 


Members present: E. J. Baker, Dean 
Battley, Howard Lutz, Carl Moore, Keith 
Norris—5. 


Inspectors present: Donald E. Deal, Ray 
Dwyer and Dale Hoover—3. 


Meeting called to order at 7:05 p.m. by 
Chairman Norris. 


Minutes of the last meeting read and 
approved. 


Fred B. Pratt of 1232 Cleveland Street, 
Lansing, Michigan applied for a home- 
owners permit to install a new service at 
the above address. He presented a drawing 
and answered questions. 


A motion was made by Mr. Lutz that the 
permit be granted, seconded by Mr. Baker. 


Richard Nichels and Ronald T. Downing 
both applied for Class ‘J’? license examina- 
tion and C. A. Love applied for Class 
*J.M.J.’? license examination. Applications 
accepted. 


Nokie Hall of 3007 Midwood, Lansing, 
Michigan, applied for home-owners permit 
to install a new service at the above ad- 
dress. He presented a drawing and an- 
swered questions. 


Inspectors field problems were discussed 
at length. 


The examination papers from the last 
meeting were checked and graded. 


Martin, McCrackin, Battley and Laidig, 
all obtained a passing grade. 


Mr. Mercer’s qualifications were ques- 
tioned. Inspector Deal was instructed to 
investigate. Dean Monroe failed to obtain 
@ passing grade. 


Motion made to adjourn was passed at 
9:15 P.M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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NOVEMBER 28, 1966 


Mr. Dell stated that the department’s 
policy was that if a master plumber obtain- 
ing a permit for the purpose of installing 
plumbing and sewerage system for a 
building and when a permit is rescinded by 
the contractor, a new permit must be ob- 
tained by another master plumber and the 
fee charged for all remaining fixtures to be 
installed and inspected. 


It was suggested that Mr. Dell obtain 
interpretation from the City Attorney re- 
garding the present rules of the above 
items. 


The use of service-weight cast-iron sewer 
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pipe was discussed and the Board decided 
that more consideration be given before 
a final approval. This item to be discussed 
at the next meeting. 


Mr. Durwood L. Mason, W. Dell Maynard, 
and Donald J. Tischer were granted ap- 
proval for their drain-layers license after 
completing a written examination. 


Meeting adjourned at 9 p.m. 
Respectfully submitted, 


Secretary. 
G. J. TURNEY, 


OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, November 15, 1966 


Members present: Howard Lutz, Carl 
Moore and Keith Norris—8, 


Members absent: E. J. Baker, and Dean 
Battley—2. 


Inspectors present: Donald E. Deal, Ray 
Dwyer and Dale Hoover—3. 


Meeting called to order at 7:05 P.M. by 
Chairman Norris. 


Minutes of the last meeting were read 
and approved as printed. 


John Bischoff, 525 N. Clemens, Lansing, 
Michigan, applied for a home owners per- 
mit to install a new electrical service at 
his home, the above address. He presented 
acceptable drawing and answered questions. 


Motion made by Mr. Lutz and seconded 
that the permit be granted. Passed. 


William Dawson, 6233 Kenbrook, Lansing, 
Michigan, applied for a home owners permit 
to install a new electrical service at his 
home, the above address. He did not have 
an acceptable drawing, nor the spot from 
the utility. He was requested to bring 
these items to the next meeting. 


Jacob Garnaat applied for examination 
for the Class J license. Application ac- 
cepted. 


Mr. Deal reported on the investigation 
of James Mercer and presented letters from 
former employers. Mr. Mercer’s examina- 
tion was graded and approved for Class 
*J’’ license. 


Motion was made by Mr. Lutz and second- 
ed that Mr. Deal investigate the reason for 
permitting the following violation: electri- 
eal service cap located lower than the rack 
or attachment of service drops at the build- 
ing. Passed. 


Steve Tinker, Vern Schuchaskie, Richard 
Nichols, Ernest Sayles, Ronald Downing 
and Don Konen were granted permission 
to write the examination for Class J license. 


The Board agreed to hold the next regular 
meeting on December 13, 1966. 


Motion made to adjourn was passed at 
10:00 P.M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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Police and Fire Retirement System for the 
period of January 1, 1967 to December 31, 
1972. 


Carried. 


It was moved and supported that a com- 
mittee be appointed to set up procedures 
for the payment of medical bills for the 
retirees who are on a disability pension. 
The committee was appointed by Chairman 
Jack Dunn and the members will be Trus- 
tees DeCair and Jackson and the Secretary, 
Raymond W. Burgess. A report of their 
study was requested to be presented to 
the Board at the next regular scheduled 
meeting. 


Carried. 
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It was moved and supported that a com- 
mittee be appointed to form a resolution 
in regards on the payment of Blue Cross 
for retirees and to be presented to the 
Board at the next regular scheduled meet- 
ing. The committee was appointed by 
Chairman Jack Dunn and the members will 
be Trustees Cushman, Graves and Secretary, 
Raymond W. Burgess. 


Carried. 


$7,852,000 securities on hand. 
The Board Adjourned. 


RAYMOND W. BURGESS, 
Secretary. 


OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, December 13, 1966 


Members present: E. J. Baker, Howard 
Lutz and Carl Moore—3. 


Members absent: Dean Battley and Keith 
Norris—2. 


Inspectors present: Donald E. Deal, Ray 
Dwyer and Dale Hoover—3. 


Meeting called to order at 7:10 p.m. by 
Vice Chairman Moore. 


Minutes of the last meeting were read 
and approved as printed. 


Jacob Garnaat, Richard Ray and John 
Fox applied for permission to write Class 
“J” examination. Reynolds Brokob applied 
for permission to write Class “IMJ” exami- 
nation, 


Permission granted all applicants and 
examinations started under supervision of 
Mr. Hoover. 


Kenneth Sprunger, 3205 Aurelius Road, 
Lansing, Michigan applied for a home- 
owners permit to rewire and install a new 
service at that address, his home. The 
drawing submitted was incorrect and he 
was unable to answer questions properly. 
Permit was denied. 


James Lynch, 4815 Wainwright, Lansing, 
Michigan requested a home-owners permit 
to rewire a rental property located at 924 
W. Hillsdale and presently condemned and 


posted. He informed the Board that he 
intends to move to the Hillsdale address 
after completing the corrections. Mr. Lynch 
had no drawing and his answers to ques- 
tioning left the impression that he knew 
nothing about wiring, especially the service 
installation. Permit was denied. 


Robert Wessling, 1329 E. Grand River, 
Lansing, Michigan requested a home- 
owners permit to replace the damaged 
conduit and conductors of the service on 
his home. He was unable to answer ques- 
tions to the satisfaction of the Board and 
permit was denied. Mr. Wessling will em- 
ploy an electrical contractor to do the work 
on the above. 


The examinations from the last meeting 
were checked and Ernest Sayles was found 
to have obtained a passing grade. He was 
approved for licensing by motion. 


Ronald Downing, Steve Tinker, Vern 
Schuchaskie, Dan Konen and _ Richard 
Nichols all failed to obtain passing grades. 


Motion to adjourn was passed at 
9:00 P.M. 


The inspectors remained until the ex- 
aminations were completed. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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the Community Unit Plan of Village Square 
located at the N.E. corner of Miller and 
Haag Road consisting of relocating the 
community building with off-street parking 
from its present location on Haag Road 
to the N.E. corner of Winterset and Haver- 
hill Drive, be approved, reports as follows: 
The committee concurs in the recom- 
mendation. 
Signed: 
LUCILE BELEN, 
DAVID V. BUHL, 


GLEN E. DEAN, 
Committee on Planning. 


By Councilman Belen— 
That the report of the Committee be 
adopted. 
Adopted by the following vote: 
Unanimously. 


January 3, 1967 
Hon. Mayor and Members 
of the City Council 
Lansing, Michigan 
Gentlemen : 


I received this morning (January 3, 


JANUARY 3, 1967 


1967) the signature of approval from Gov- 
ernor Romney on the Proposed Charter 
Amendments, amending Section 17.9 (b), 
7.15, 7.16, 7.21 and 12.9. 

Sincerely, 

(Miss) Theo Fulton, 

City Clerk. 


Received and placed on file. 


By Councilman Dean— 


Resolved by the City Council of the City 
of Lansing: 


That the attached claims be allowed and 
the City Clerk be and she is hereby author- 
ized to draw orders on the City Treasurer 
for the amount allowed each claimant, in 
the amount of $80,756.31. 


Adopted by the following vote: 
Unanimously. 
Council adjourned at 8:40 P.M. 


THEO FULTON, 
City Clerk. 


Lansing, Michigan 
January 38, 1967 


B/C 


OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, December 22, 1966 


The meeting was called to order at 7:30 
p.m. by Chairman Everett Eschbach. 


ROLL CALL 


Present: Mrs. Hager, Messrs. Eschbach, 
Griffin, Reynolds, Russell—5. 


Absent: Hilley, Ramey, Rosa—3. 


Mr. Bruce King, Ray Guernsey and Curt 
Hanes were also in attendance. 


It was moved and supported that the 
minutes of November be approved. 


Motion carried unanimously. 


Mr. Griffin gave a brief resume of the 
Committee of the Whole meeting with 
Richard Neller regarding a proposal for 
campus town development. Mr. Eschbach 
pointed out that Mr. Neller wanted to 
know the Board’s attitude on residential 
development along with retail and offices 
in this area since a plan change would be 
required. Mr. Guernsey stated that the 
mixture of uses could be handled under a 
Community Unit Plan but the parking re- 
quirements for residential use in this area 
needs further study. 


A Committee of The Whole meeting was 
suggested for 11:30 a.m. Wednesday, Jan- 
uary 4, 1967 for a review of proposals 
submitted by Franklin DeKleine and Capi- 
tal Advertising. 


The Director gave a brief report on the 
field visit of Mr. West and Mr. LaPorte 
from the Chicago Regional Office of the 
Department of Housing and Urban De- 
velopment surveying industrial areas that 
might qualify for urban renewal projects. 
Preliminary treatment areas under the 
Community Renewal Program are being 
delineated and one of the prime considera- 
tions is assisting existing industry at their 
present locations along with rehabilitation 
and conservation of the surrounding neigh- 
borhoods. 


Mr. King gave a report as to the legal 
status of the Project. 


Meeting adjourned at 8:45 p.m. 
Respectfully submitted, 


URBAN REDEVELOPMENT 
BOARD, 


WINSTON E. FOLKERS, 
M Secretary. 
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